


RG104 E-1 Box 191 


Oftice of Assistant Dreasurer G. S., 





St. Zouis, MoNov. 19, 1895, 


Sir:- 

Referring to your indorsement under date of Aug. 2, 1895, 
which appears on a letter of this office dated July 30, 1895, address— 
ed to the Director of the Mint at Washington, in which you state thet 
owtng to press of business it would require at least 6 weeks to com- 
plete the hopper and counting poards with which this office is to be 
provided, I beg to/call your attention to the matter, as these appli- 
ances are greatly needed here, and it is very desirable that they be 
furnished as soon as possible. 


Please inform me when they may be expected. 


Respectfully yours, 


Al lf Uh 


Asst. Treasurer, U. S. 
Supt. of the U. S. Mint, 


Philadelphia, Pa. 
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Office of Assistant Treasurer U.S., 
St. Louis, Mo., 
November 19, 1895 


Sir:- 


Referring to your indorsement under date of Aug. 3, 1895, which appears on a letter of 
this office dated July 30, 1895, addressed to the Director of the Mint at Washington, in which 
you state that owing to press of business it would require at least 6 weeks to complete the hopper 
and counting boards with which this office is to be provided, I beg to again call your attention to 
the matter, as these appliances are greatly needed here, and it is very desirable that they be 
furnished as soon as possible. 


Please inform me when they may be expected. 
Respectfully yours, 
Geo. H. Small 


Asst. Treasurer, U.S. 


Supt. of the U.S. Mint, 
Philadelphia, Pa. 


